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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: OUTPUT TUBE EMISSIONS 

REE: STATE 21 1212, TSR VOA KAVALA DATED JULY 8-5, 1978 

OUTPUT TUBE EMISSION PROBLEM WAS BROUGHT TO THE ATTENTION 
OF THE VISITING TSO BY A CONCERNED VOA TRANSMITTER 
TECHNICIAN. SINCE NO DATA EXISTS AS TO THE INTENSITY 
OF THIS RADIATION, TSO CANNOT MAKE A STATEMENT AS TO 
THE SERIOUSNESS OF THIS PROBLEM. HOWEVER, IT WAS 
FELT THAT SOME ACTION SHOULD BE INSTITUTED TO DETERMINE 
IF THIS RADIATION PRESENTS A HEALTH PROBLEM TO POST 
PERSONNEL. TSO IS AWARE THAT SY X-RAY BADGE PROGRAM 
DOES NOT APPLLY TO PERSONNEL BEYOND THE SY GROUP, HOWEVER 
IT WAS ASSUMED THAT VOA COULD INSTITUTE A SIMILAR PROGRAM 
FOR THE BENEFIT OF KAVALA TRANSMITTER EMPLOYEES WHICH 
COULD ALSO BE EXTENDED TO OTHER VOA INSTALLATIONS. 
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